From: 

Sent: 

To: 


Kimberly Lillig [kklillig@hotmail.com] 
llUllOn 10:20:18 AM 

contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: HB589. 

Dear Governor, 

I am writing today to urge you to veto HB589. Duke's long term energy plan 
already puts us behind the inevitable move towards renewables. 

This bill cements that incorrect vision which will help us LOSE 
jobs for this important renewable industry. 

Sincerely 

Kimberly Lillig, LSCW 



